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Glowing Cross Foulridge - The New Inn, Skipton Old Road . 

Early twentieth century Further Comments: Two boys staying in one of the bedrooms here 
reported a glowing crucifix which appeared on the ceiling. More recently, claims have been 
made that phantom Quakers haunt the building. 

Once upon a time, in the early twentieth century, there was a small inn located in Foulridge 
known as The New Inn. It was a quaint little establishment situated on Skipton Old Road that 
was frequented by locals and travelers alike. The inn was known for its cozy rooms, friendly 
staff, and delicious food. 

One night, two young boys were staying in one of the rooms on the top floor of the inn. They 
had just settled into bed and were drifting off to sleep when they suddenly noticed a strange light 
emanating from the ceiling. They sat up in bed and looked up to see a glowing cross hovering 
above them. 

At first, they were frightened by the sight, but as they continued to watch, they realized that the 
cross was not threatening in any way. In fact, it seemed to emit a warm and comforting glow 
that filled the room. They watched in awe as the cross slowly faded away, leaving them in 
peaceful darkness. 

The boys could hardly contain their excitement the next morning as they relayed the strange 
occurrence to the innkeeper. The innkeeper listened carefully to their story and was not 
surprised. He explained that the inn had a long and mysterious history, and many guests had 
reported strange happenings over the years. 

The innkeeper told the boys that some people believed the glowing cross was a sign of a 
benevolent spirit watching over the guests of the inn. Others speculated that it could be the work 
of mischievous ghosts that liked to play tricks on unsuspecting travelers. 

In more recent years, there have been reports of phantom Quakers haunting the building. Some 
guests claim to have heard the sound of hymns being sung in the dead of night, and others have 
reported seeing the ghostly apparitions of Quaker men and women walking the halls. 

Despite these strange happenings, The New Inn continues to welcome guests from all over the 
world. Some come seeking a glimpse of the supernatural, while others come simply for a 
relaxing stay in the beautiful countryside. Whatever the reason for their visit, one thing is certain 
- the glowing cross will always remain a mystery, a symbol of the inn's fascinating and 
enigmatic past. 


By Donald Jay 


